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This  three-bedroom  plan  makes  the  most  efficient  use 
of  its  988  square  feet  of  living  area.  The  kitchen  and 
dining  area  are  combined  with  immediate  access  from 


the  side  door.  This  makes  it  easier  for  the  wife  to  bring 
her  groceries  right  into  the  kitchen  and  put  them  away. 

Directly  behind  the  kitchen  is  the  bathroom.  Its 
position  allows  for  a  minimum  of  plumbing.  Also, 
placed  adjacent  to  the  bathroom  is  the  water  heater, 
linen  closet,  and  washing  machine. 

The  heating  is  provided  by  a  perimeter  duct  system 
fed  by  a  plenum  directly  beneath  the  centrally  located 
heater.  At  the  owner's  option  a  conventional  ceiling 
duct  system  can  easily  be  used,  which  provides  a  mini- 
mum of  duct  work. 

The  bedrooms  are  large  enough  for  double  beds  or, 
if  single  or  twin  beds  are  used,  adequate  space  is 
allowed  for  desks  and  bureaus.  Ample  closet  space  is 
provided  in  each  room. 

The  living  room  is  accessible  from  all  parts  of  the 
house  yet  remains  separate  for  entertainment.  In 
addition,  the  roof  has  a  continuous  screened  soffit  vent 
to  provide  roof  ventilation. 


X 


Washington,  D.C. 


Issued  July  1974 


UNITED  STATES  DEPARTMENT  OF  AGRICULTURE        Miscellaneous  Publication  «No.  12  87 


For  sale  by  the  Superintendent  of  Documents.  U.S.  Government  Printing  Offir 

Washington.  D.C.  20402  -  Price   25  cents 

Stock  Number  0100-03256 


ASPHALT    SHINGLES 


EXTERIOR     PLYWOOD 


INSULATION 


WOOD    FRAMING 


METAL    FLASHING 


GYPSUM   BOARD 


VAPOR 
BARRIER 


CONCRETE 
FOOTING 


CUTAWAY     PANEL     DETAIL. 


TYPICAL     WALL       SECTION  •  AT     PANEL 


Complete  working  drawing*  may  be  obtained  from  the  extension 
agricultural  engineer  at  your  State  university.  There  may  be  a  small 
charge  to  cover  cost  of  printing. 

If  you  do  not  know  the  location  of  your  State  university,  send  your 
request  to  Agricultural  Engineer,  Extension  Service,  U.S.  Department 
of  Agriculture,  Washington,  D.C.  20250.  He  will  forward  your  request 
to  the  correct  university. 
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